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LIMITED OFFICIAL USE ISLAMABAD 9880 

E.O. 11652: N/A 
TAGS: EAID, EFIN, PK 

SUBJECT: PROPOSED ADB SUPPLEMENTARY LOANS FOR KARACHI 
ELECTRIC SUPPLY CORP. PROJECT (PAKISTAN) 

REF: LOU MANILA 12622 

1. WE ENDORSE PROPOSED ADB LOAN DESCRIBED REFTEL AS 
IT APPEARS TO BE FULLY JUSTIFIED BY SUPPORTING ADB 
DOCUMENTATION. 

2. AMCONGEN KARACHI, WHERE PROJECT IS LOCATED, WILL 
COMMENT SEPARATELY. 
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